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NARA RG104, Entry 1, Box 158 


Mint of the United States at Philadelphia, Pa., 
Engraver’s Department, 
July 2, 1889 


Sir 


All needed repairs in the Department can be made by my own force of workmen. The 
portable forge used in this Department is past repairing. I therefore will require a new one, the 
cost of which is twenty-five dollars ($25.00). I have the honor to make a requisition for the same. 


Very respectfully, 
Chas. E. Barber 
Engraver 


Hon. Daniel M. Fox 
Superintendent 


